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PART III 

Stores Purchase 


Animal Husbandry Department 

TENDER NOTICES 

( 1 ) 

[No. 15/2011-12] 

No. Gl-1481/2012/Strs. 28th January 2012. 

Sealed competitive tenders are invited from the 
manufacturers/suppliers for the supply of Veterinary 
Videoendoscope—2 Nos. to Animal Husbandry Department 
for the year 2011-12. 

1. Specification of the item with rate (inclusive of 
taxes or any other charges) and list of 
institutions where it has been supplied and 
installed. 

2. Letter from original manufacturer (in case of 
agents) regarding assurance about supply of 
spare parts, AMC conditions (Period of visits in 
a year etc.), warranty conditions, years of 
warranty etc. 

3. Copy of ISO Certification, if any. 


4. Original tender form duly signed by authorized 
signatory. 

5. Preliminary Agreement in Kerala Stamp Paper 
worth ' 50. 

6. An affidavit in Stamp Paper worth 50 
notarized by a Notary Public of either the place 
where the person making the affidavit is 
residing or of Thiruvananthapuram signed by 
the owner of the firm. 

7. EMD (1% of total cost of items quoted) by 
means of Demand Draft in favour of the 
Director of Animal Husbandry, Kerala payable 
at Thiruvananthapuram. 

8. A covering letter with name, address, Pin Code, 
Tel./Fax No., E-mail address and other details of 
the firm with the list of enclosures to be 
specified and addressed to the Director, 
Department of Animal Husbandry, 
Thiruvananthapuram. 

9. Pro forma for the above certificates to be 
attached separately. 










Details of instruments and equipments to be supplied 
can be had along with the tender form. Government of 
Kerala website:www.kerala.gov.in and the Department 
website: ahd.kerala.gov.in. Intending tenderers may send 
the exact amount towards the cost of tender form and 
can have the tender form from the office between 10.30 
a. m. & 4 p. m. on remitting the amount in cash. Tenders 
can be obtained through post on sending cash as 
money order only including the amount for return Post. 
Cheques, Postage Stamps, Postal Orders, Demand Drafts 
etc. will not be accepted as the cost of tender form nor 
the form be sent by Value Payable Post. Late tenders 
will not be considered under any circumstances. Tenders 
should be superscribed as “Tender No. 15/2011-12 for the 
supply of Veterinary Videoendoscope—2 Nos. for the year 
2011 - 12 ”. 

Price of tender form: 

Original—' 5,600 + VAT @ 4%. 

' 5,600 + 224 = ' 5,824. 

Duplicate—' 2,800 + VAT @ 4% 

' 2,800+ 112= 2,912. 

Last date and time for sale of tender form— 
28-2-2012, 4 p. m. 

Due date and time for receipt of tenders—29-2-2012, 

2 p. m. 

Date and time for opening of tenders—29-2-2012, 

3 p. m. 

Date upto which the rates are to be firm for 
acceptance—31 -3-2012. 

Designation and address of the Officer from whom 
the tender forms are to be obtained and to whom the 
tenders are to be submitted—The Director, Animal 
Husbandry Department, Vikas Bhavan, P. O. Box No. 5403, 
Thiruvananthapuram-695 033. 

Specifications 

Veterinary Video Endoscope : 28-140 PAL, 
9.7 mm outer diameter, 2.8 mm working channel, 
1600 mm working length with transport case, ETO 
cap, leakage tester, caps for biopsy channel, 
irrigation tube, cleaning valve, instrument oil, 
cleaning brush, irrigation bottle, bottle holder, 
cover for transportation of flexible endoscope. 
Video connecting cable. 

Veterinary Video Camera: Camera control unit, 
colour system, PAL/NTSC, power supply: 100, 240 
VAC 50/60 Hz inch, Electronic fibresocpe filters, 
camera control unit (CCU) 400 A, mains code 400B 
US mains cord, 536 MK BNC connecting cable, 
547 S S—VHS (Y/C) connecting cable, connecting 
cables to video printers. 


Cold light source: Xenon 100 with integrated 
insufflation pump for use with Video Endoscopes, 
One 100 Watt Xenon lamp power supply 100 240 
VAC, 50/60 Hz consisting of Xenon 100 400 A 
mains cord, water bottle and bottle holder. 

Grasping forceps: Spoon shaped and serrated jaws. 
2.2 mm diameter x 200 cm working length. 

Polypectomy snare: polypectomy snare complete 
with handle 2.2 mm x 200 cm 

Foreign body basket: 2.2 mm x 200 cm 

Electronic Surgical Diathermy: High frequency 
electornic surgical diathermy unit with monopolar 
and bipolar outputs with complete standard 
accessories. Double pedal foot switch, metal 
patient plate, active electrode handle set, active 
electrode needle set, insulated bipolar forceps. 

Computer and accessories for image capture: Intel 
P 4, 2.4 GHz processor, 512 MB DDR RAM, 40 GB 
hard disc. Combo drive. Optical mouse, sound and 
net work card, standard English Version Key 
Board, frame grabber beard, head set with 
extension cable, SVHS connecting cable, interface 
cable, mains cord, TFT monitor 15 inches and 
printer, Windows XP (Prof), MS Office 2007 
version, Norton 2007 and latest anti virus soft¬ 
ware, software for image capture pre installed. 
Digital saving of still images, video sequences and 
audio files. Sterile ergnomic operation by means of 
head buttons and foot switches. Automatic 
generation of standard report and archiving on 
DVD/CD ROM. 

Monitor : 14 inch colour monitor. 

Trolly : Trolly for carrying the equipments with 
castor wheels. 

Vaginoscope : Rigid Vaginoscope. 4 mm diameter, 
30 cm length. 

Vaginoscope Sheath : Vaginoscope sheath with 
obturator. 

Biopsy forcep: Insulated with round cupped jaws 
1.77 mm diameter, 20 cm working 
length. 

Suction apparatus 
with 1 KVA UPS 

Special Conditions 

Equipments (Veterinary Videoendoscope and its 
accessories) for 2011-12 

1. The equipments should have a minimum warranty 
period of two years from the date of installation. 

2. The rates quoted should be inclusive of all taxes 
and other charges. 


3. The rates quoted should be as a single unit in 
Indian Currency (rate during the warranty period 
and that including 3 and 5 years of AMC/ 
Comprehensive AMC should be noted separately), 
and payment will be made in Indian Currency only 
whereas the specification of the equipment and 
accessories to be detailed. 

4. Brochures & other details should be incorporated. 

5. The security deposit furnished will be released 
only after satisfactory completion of the contract. 

6. The rates should be for delivery F. O. R. 
destination. Despatch rates offered by the firms are 
not acceptable and such tenders will be summarily 
rejected. 

7. The successful tenderers should complete all 
supplies within the stipulated time stated in the 
supply orders. No extension of supply period will 
be granted. 

8. The Director of Animal Husbandry reserves all 
rights to cancel the tender without assigning any 
reason thereof. 

9. The Director of Animal Husbandry on his authority 
has the right to inspect the manufacturing unit. 

10. Payment will be made only after satisfactory 
installation of the items. 

11. The only jurisdiction for any dispute regarding this 
purchase will be at Thiruvananthapuram. 

12. The photocopies of the documents produced along 
with the tender should be attested by a Gazetted 
Officer. 

13. If any of the dates scheduled is declared as 
holiday (local/General), tenders will be opened on 
the next working day at the same time. 

14. The items are to be supplied at the Districts as 
specified in the supply order. 

15. The Director of Animal Husbandry reserves the 
right to delete or waive any of the above Special 
Conditions. 

( 2 ) 

[No. 16/2011-12] 

No. Gl-1482/2012/Stores. 28tli January 2012. 

Sealed and competitive tenders are invited from the 
manufacturers/suppliers for the supply of Ultra Sound 
Scanner—(1 No.) to Animal Husbandary Department for 
the year 2011-12. 

1. Specification of the item with rate (inclusive of 
taxes or any other charges) and list of 
institutions where it has been supplied and 
installed. 


2. Letter from original manufacturer (in case of 
agents) regarding assurance about supply of 
spare parts, AMC conditions (Period of visits in 
a year etc.), warranty conditions, years of 
warranty etc. 

3. Copy of ISO Certification, if any. 

4. Original tender form duly signed by authorized 
signatory. 

5. Preliminary Agreement in Kerala Stamp Paper 
worth 50. 

6. EMD—1% of total cost of items quoted by 
means of Demand Draft in favour of the 
Director of Animal Husbandry, Kerala payable 
at Thiruvananthapuram. 

7. An affidavit in Stamp Paper worth 50 
notarized by a Notary Public of either the place 
where the person making the affidavit is 
residing or of Thiruvananthapuram signed by 
the owner of the firm. 

8. A covering letter with Name, Address, Pin Code, 
Tel/Fax No., E-mail address and other details of 
the firm with the list of enclosures to be 
specified and addressed to the Director, 
Department of Animal Husbandry, 
Thiruvananthapuram. 

9. Proforma for the above certificates to be 
attached separately. 

Details of instruments and equipments to be supplied 
can be had along with the tender form, Government of 
Kerala Website: www.kerala.gov.in and the Department 
website: ahd.kerala.gov.in. Intending tenderers may send 
the exact amount towards the cost of tender form and 
can have the tender form from the office between 
10.30 a. m. & 4 p. m. on remitting the amount in cash. 
Tenders can be obtained through post on sending cash 
as money order only including the amount for return of 
tender. Cheques, Postage Stamps, Postal Orders, Demand 
Drafts etc. will not be accepted as the cost of tender form 
nor the form be sent by Value Payable Post. Tender form 
can be obtained from the Office of the Director of Animal 
Husbandry on payment of the cost in cash during office 
hours. Late tenders will not be considered under any 
circumstances. Tenders should be superscribed as 
“Tender No. 16/2011-12 for the supply of Ultra Sound 
Scanner—(1 No.) for the year 2011-12”. 

Price of tender form: 

Original—' 2,300 + VAT @ 4% 

(' 2,300+ 92 = 2,392). 

Duplicate—' 1,200 +VAT @ 4% 

(' 1,200+ 48 = ' 1,248). 

Last date and time for sale of tender form— 
28-2-2012, 4 p. m. 


Special Conditions 


Due date and time for receipt of tenders—29-2-2012, 
2 p. m. 

Date and time for opening of tenders—29-2-2012, 
4 p. m. 

Date upto which the rates are to be firm for 
acceptance—31-3-2012. 

Designation and address of the Officer from whom 
the tender forms are to be obtained and to whom the 
tenders are to be submitted—The Director, Animal 
Husbandry Department, Vikas Bhavan, P. O. Box No. 5403, 
Thiruvananthapuram-695 033. 

Specifications 

High Resolution 15 2 CRT monitor 

Pulse Wave Doppler 

HPRF 

Color Doppler Flow Imaging 
Regional Acoustic Zoom 
Power Doppler Flow Imaging 
Directional Power Doppler Flow Imaging 
Tissue harmonic Imaging 
Trapezoidal Imaging 

i Touch TM automatic image optimization 

120 GB hard disk with DVD drive, real time storage 
of still and cine loop offline measurement 
possibilities on recalled images. 

CD-R/W and USB ports 

Measurement and calculation software packages 
(Veterinary) 

User-define key board 

Standard 3 probe connectivity 

Appropriate OS 

AVI/CIN format cine, M/PW cine save, editable 
cine 

Total power consumption should be less than 

1 kva 

Cardiac probe (micro convex with frequency 

2 to 5 MHz) 

Convex array transducer (2.5/3.5/5.0/H4.6/H6.0MHZ) 

Transvaginal probe with operating bandwidth 
frequency 5 to 8 MHz for small and large animals. 

US guided biopsy needle 

Suitable UPS with backup of 30 min. 


Equipments (Ultra Sound Scanner and its accessories) 
for 2011-12 

1. The equipments should have a minimum warranty 
period of two years from the date of installation. 

2. The rates quoted should be inclusive of all taxes 
and other charges. 

3. The rates quoted should be as a single unit in 
Indian Currency (rate during the warranty period 
and that including 3 and 5 years of AMC/ 
Comprehensive AMC should be noted separately), 
and payment will be made in Indian Currency only. 
The specification of the equipment and accessories 
to be detailed. 

4. Brochures & other details should be incorporated. 

5. The security deposit furnished will be released 
only after satisfactory completion of the contract. 

6. The rates should be for delivery F. O. R. 
destination. Despatch rates offered by the firms are 
not acceptable and such tenders will be summarily 
rejected. 

7. The successful tenderers should complete all 
supplies within the stipulated time stated in the 
supply orders. No extension of supply period will 
be granted. 

8. The Director of Animal Husbandry reserves all 
rights to cancel the tender without assigning any 
reason thereof. 

9. The Director of Animal Husbandry on his authority 
has the right to inspect the manufacturing unit. 

10. Payment will be made only after satisfactory 
installation of the items. 

11. The only jurisdiction for any dispute regarding this 
purchase will be at Thiruvananthapuram. 

12. The photocopies of the documents produced along 
with the tender should be attested by a Gazetted 
Officer. 

13. If any of the dates scheduled is declared as 
holiday (local/General) tenders will be opened on 
the next working day at the same time. 

14. The items are to be supplied at the District as 
specified in the supply order. 

15. The Director of Animal Husbandry reserves the 
rights to delete or waive any of the above Special 
Conditions. 


Office of the Director of 
Animal Husbandry, 

Vikas Bhavan, (Sd.) 

Thiruvananthapuram. Director of Animal Husbandry. 


TENDER NOTICE 
[No. 1/2011-12] 

No. 85/2012. 25th January 2012. 

Sealed and competitive tenders are invited from 
approved manufacturers or authorized distributors/dealers 
for supply of the following equipments for the use at 
Avian Disease Diagnostic Laboratory, Thiruvalla. 


SI. 

Name of 

No. 

Qty- 

Items 

(Nos.) 

1 

Veterinary Hematology Analyzer 

1 

2 

Precision Water Bath 

1 


3 Tissue Homogemzer I 

Total Amount—' 7,00,000 

Earnest Money Deposit—1% of the total quoted 


amount. 

Cost of tender form: 

Original—- 1,400 + 4% VAT. 

Duplicate—' 700 + 4% VAT. 

Last date and time up to which tender is issued— 
18-2-2012, 3 p. m. 

Last date and time of receiving of tender—22-2-2012, 
4 p. m. 

Date and time of opening tender—23-2-2012, 11 a. m. 

Address of office from which tender forms are 
available and tenders are received—Avian Disease 
Diagnostic Laboratory, Manjadi P. O., Thiruvalla, 
Pin-689 105, Pathanamthitta (Dist.). 

All Kerala Government orders and laws applicable to 
tenders are applicable to this tender also. Full details of 
the above item will be available along with tender forms. 
The validity of this tender will be for 6 months from the 
date of this tender notification. 
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Specifications 

1. Veterinary Hematology Analyzer 

Fully automatic Bench top Veterinary Hematology 
analyzer with following test parameters: 

RBC, MCV, HCT, MCH, MCHC, RDW, Hb, PLT, MPV, 
PCT, WBC, LYM%, LYMa, MONO%, MONOa, 
NEUT%, NEUTa, EOS%, EOSa. 

Instrument should have programmable analysis 
profile for multiple species, up to 15 different animal 
profiles and compatible software. 

Instrument should have color touch screen and QC 
program onboard. 

Instrument should have USB interface for computer 
and pendrive, onboard printer and memory for 
at least 100 results. 

Instrument should have the facility of onboard 
sample mixer rotor. 

Should have sample aspiration facilities for low 
volume (25-100 ml) in emergencies. 

Instrument through put should be a Min of 25 
samples/Hour. 

Instrument should have automatic Clog/CLOT 
prevention system onboard. 








Sample dilution should be done by Maintenance 
Free Shear Valve or SRV valve. 

Instrument should have Pathological sample warning 
Flags and user guidelines onboard. 

The machine should have 2 years warranty. 

The Manufacturer should have preferably CE 
Certification or other valid accreditation. 

Should be supplied with all accessories and regents 
needed for full use of the equipment. 

A comprehensive annual maintenance contract 
(CAMC) beyond the end of warranty period should 
be quoted separately and submitted in a separate 
cover. 

2. Tissue Homogenizer 

Lightweight, ergonomic unit for PCR and other small- 
volume applications. 

Can be used as handheld unit, or with stand 

Speed range: 8000 to 30,000rpm. 

Adaptable with Sterilize stainless-steel/disposable 
generators. 

Disposable generators (7x65mm), tip adapter and 
stand assembly. 

7 x 95mm stainless-steel saw tooth generator and 
carrying case. 

Volume range-0.03 to lOOmL. 

Maximum Viscosity (cps)-5000 
Speed Control-Stepless 
Display Scale 
Noise Level-65dB 
Overload Protection 

3. Precision Water Bath 

Stainless steel reservoir and perforated sample tray 

Digital temperature set and readout (display selectable 
for °C or °F) 

Should have + 0.24 °C uniformity and + 0.5°C 
temperature stability at 37° C. 

Temperature-resistant plastic rim. 

Hinged polycarbonate gable covers should stay 
open at 90° position or lift off completely to 
accommodate large glassware. 


Dual thermostats to safeguard against thermal 
runaway. 

Heating elements should not burn out if bath 
accidentally performs a dry run. 

Cover extension fins to keep hands away from hot 
vapors. 

Outer casing should remain cool during operation. 

Special terms and conditions 

1. The offer should be for supply from ready 
stock in original packing of the manufacturer and 
the tenderers should give the name of 
the manufacturer of the item. 

2. Tenderers should submit a crossed Demand Draft 
for 1% of the quoted amount drawn in favour of 
Deputy Director, Avian Disease Diagnostic 
Laboratory, Thiruvalla along with the tender as 
Earnest Money Deposit. 

3. Rate quoted should be in Indian currency. 

4. LOR delivery to destination should be accomplished 
by manufacturer’s/dealers. 

5. Exgodown rate and free on rail dispatch at stations 
offered by firms are not acceptable and such 
tenders will be rejected. 

6. The firm who are not original manufacturers 
should produce the authorization certificate by the 
manufacturer. 

7. Sufficient brochures and technical write ups of the 
quoted items should be provided along with the 
tender. 

8. Tenderers should submit a primary agreement in 
the Kerala Stamp Paper worth 50 along with the 
tender. In the absence of such agreement, tender 
will be rejected. 

9. The Manufacturer should have ISO certification or 
other valid accreditation. 

10. Supply of the items should be affected within 
15 days on receipt of supply order and should 
have an expiry period of minimum of six months 
from the date of supply. No extension of time will 
be allowed. 

11. The Earnest Money Deposit furnished by the 
firms as Demand Draft will be released after 
satisfactory completion of contracts and the 
tenderers should collect the same from this office. 

12. Payments will be made within 15 days from the 
date of acceptance of the item by the Deputy 
Director, Avian Disease Diagnostic Laboratory, 
Thiruvalla after satisfactory supply of the item (s). 

Avian Disease Diagnostic (Sd.) 

Laboratory, Thiruvalla. Deputy Director. 


SHORT TENDER NOTICE 
[No. 1/2011-12] 

No. 21/2012. 23rd January 2012. 

Sealed and competitive tenders in the prescribed form 
are invited for the supply of Portable Diagnostic Digital 
Ultrasound Imaging System required for Research and 
Development Project to Veterinary Polyclinic, Mannarkkad. 

Envelope containing the tender should be 
superscribed “Tender for the supply of Portable 
Diagnostic Digital Ultrasound Imaging System-Tender 
No. 1/2011-2012” and will have the following enclosures: 

1. Original catalogue/brochure of the entire 
quoted item. 

2. List of item intended to be quoted with 
specifications and without rates. 

3. List of State Govt. Organizations to which this 
item was supplied. 

4. Rate of item should be quoted as basic price, rate 
of tax and total amount. 

5. Original tender form duly signed by authorized 
signatory. 

6. Preliminary Agreement in Kerala Stamp Paper 
worth ' 100. 

7. EMD at 1% of total cost quoted item by means 
of Demand draft in favour of Senior Veterinary Surgeon, 
Veterinary Polyclinic, Mannarkkad, Palakkad-678 582. 

Tender forms are available on all working days from 
the undersigned Cheques, Postal Orders and Demand 
Drafts are not accepted towards the cost of tender forms. 
Cost of tender forms is non-refundable. Tender forms are 
non-transferable. Details of items to be supplied can be 
had along with the tender form and are available at 
department website www.ahd.kerala.gov.in. 

Price of tender form: 

Original—' 800 + 4% VAT . 

Duplicate—' 400 + 4% VAT . 

Last date and time for sale of tender form— 
27-2-2012, 2 p. m. 

Last date and time for receipt of tenders— 

27- 2-2012, 3 p. m. 

Date and time for opening of tenders— 

28- 2-2012, 10 a. m. 

Date upto which the rates are to be firm—31-3-2012. 

Those who require tender forms by post should send 
the cost of tender forms by Money Order with an 
additional amount of 50 towards postage cost. Late 
tenders will not be accepted. The tenders will be opened 
in the presence of tenderers or their authorized 
representatives who may be present at that time. After the 
confirmation of tender the tenderer should remit 5% of the 


tender amount as security deposit (Demand Draft). The 
items must be delivered at the Veterinary Polyclinic, 
Mannarkkad. It should come with all standard fittings and 
spare accessories. The supply should be completed within 
2 weeks from the date of placing supply order. 

The rates should be for destination freight prepaid in 
full inclusive of all taxes and duties prevailing at the ruling 
rate. The undersigned reserves the right to accept or reject 
the tenders without assigning any reason. The lowest 
tender shall be accepted subject to the approval of the 
director of Animal Husbandry, Thiruvananthapuram. 

All other information can be had from the office of 
the undersigned on all working days. 
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Specifications 


UPS 

Accessories 
Net Weight 


Offer a suitable UPS 

System should have Mobile 
Trolley and Hand Carried Bag 

less than 10kg. 


Veterinary Polyclinic, 
Mannarkkad. 


(Sd.) 

Senior Veterinary Surgeon 


Portable Diagnostic Digital Ultrasound Imaging 
System: with carrying handle and should have the 
following features with Measurement & Calculation 
Software Packages: 


Beam Former 
Monitor 
Key Board 

Probe Connectors 
Imaging Modes 

Transducers 


Archiving Facilities 
Ports 


Fully digital beam former 

10 2 Non-interlaced monitor 

Fully Alphanumeric Keyboard 
with backlit keys 

Two active transducer ports 

Should offer High resolution 
B, B/B, B/M & M modes 

1. Convexarray transducer 
frequency band width from 

2.5—5 MHz. 

2. Endocavity transducer 
frequency band width from 
5—8 MHz. 

Storage of Still and cine loop 

Video Output USB Port 
VGA Out Put port 
DICOM 3.0 




